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Message Text 


CONFIDENTIAL 

PAGE 01 ATHENS 08502 051119Z 
43 

ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

007806 

R 051015Z NOV 75 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 1 150 
INFO AMCONSUL FRANKFURT 

CONFIDENTIAL ATHENS 8502 

DEPT FOR A/SY/T; FRANKFURT FOR OIC/RTC FROM OIC/TSO 

E.O. 11652: GDS 
TAGS: ASEC 
SUBJECT: AUTO SCAN 

DESK AND EQUIPMENT RACK FOR AUTO SCAN HAS ARRIVED 
AND HAS BEEN INSTALLED IN PERMANENT LOCATION. DOES 
SY/T SUGGEST SPECIAL CABLE FOR ANTENNA CABLE RUNS 
OR STANDARD RG-59 COAX? WILL ACR NOISE GENERATOR HAVE AN 
ADVERSE EFFECT ON AUTO SCAN EQUIPMENT? 

KUBISCH 


CONFIDENTIAL 
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Document Number: 1975ATHENS08502 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 
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Executive Order: GS 

Errors: N/A 

Film Number: D750384-0349 
From: ATHENS 
Handling Restrictions: n/a 
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Original Classification: CONFIDENTIAL 
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Original Previous Classification: n/a 
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Page Count: 1 

Previous Channel Indicators: n/a 
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Subject: AUTO SCAN DESK AND EQUIPMENT RACK FOR AUTO SCAN HAS ARRIVED 
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